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be concealed by a vestibule or screen extending to a height of 6Y2 feet
from the ground and of width at least 2 feet greater than the width of
the entrance opening.
Sec. 16. Each privy, water closet shall be equipped with a door, and
in addition shall be ventilated by an opening or openings (unobstructed
except by wire screening) to the outer air. Such openings shall have a
combined area of not less than 1 square foot.
Sec. 17. Each window and ventilator opening of a privy, water closet
shall be provided with wire fly screening.
Sec. 18. Each door shall be equipped with an automatic closing device.
Living Quarters:
Sec. 19. Living quarters must have waterproof roofs and tight, board
floors.
Sec. 20. In buildings occupied by more than one sex, all interior par-
titions shall extend from the floor to the ceiling or roof. Such partitions
must be of solid construction, without openings, cracks, etc., other than
doorways.
Sec. 21. Each room used as living or sleeping quarters shall have not
less than one window opening directly to the outer air, and such window
shall have at least 5 square feet of space. Each openings for a window
shall be equipped with a sash with glass panes and shall be constructed
to open outwardly on hinges or slide horizontally or vertically so as to be
available for ventilation and escape.
Sec. 22. Each roorm having only one window must have an additional
adequate outside opening for ventilating purposes.
Sec. 23. Each room used as living or sleeping quarters shall have not
less than one door leading to the outside. Such doors should open out-
wardly.
Sec. 24. All windows and doors leading to the outside air shall be
screened during the fly season.
Sec. 25. Except in the housing of families, sleeping accommodations
shall be provided in rooms which are separate for each sex.
Sec. 26. In every room used for sleeping purposes there shall be pro-
vided not less than 400 cubic feet of air space for each occupant, except
that between April 1 and October 31, 250 cubic feet of air space for each
occupant may be accepted at the discretion of the State Board of Health.
Sec. 27. Beds, cots, or bunks, shall be provided in each room for
sleeping purposes in sufficient number for occupants of the room.
Sec. 28. Each bed, cot, or bunk shall be elevated not less than 12 inches
above the floor.
Sec. 29. All beds, cots, or bunks shall be placed not less than 2 feet
apart at all points, unless separated by interior partitions.
Sec. 30. The occupants of living quarters shall be required to keep
them clean and tidy.

RULIs]

2937


